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Keith Phillips, CChexn. FRSC 

Manager, Department of Environmental Sciences 



HAZLETON 


UK 


Otley Road, Harrogate 

North Yorkshire HG31PY England 


TO WHOM IT MAY CONCERN 


Telephone: (0423) 500011 
Telex: 57735 
Telefax: 0423 525620 
GP4 569595 

Cables: Haztaos Harrogate 
Hazleton UK Ud. 

Registered in England No H71833 
Registered Office as above 


AIR QUALITY SURVEY - REFERENCE 12/64 

The Department of Environmental Sciences at Hazleton UK is conducting an air quality 
survey as pan of a study in the Yorkshire area. We are interested in all locations 
including homes, travel, workplaces, leisure situations etc. 

As pan of this survey, the volunteer will wear a monitor for 24 hours as they go about 
their daily lives. The volunteers and hence locations have been randomly selected and 
therefore do not imply any potential areas of poor air quality. The locations will not be 
specifically identified or mentioned by name in any report produced from this survey. 

The monitor which does not need a power supply is contained in a small bag. 

It is quiet, unobtrusive and safe. The bearer of this letter will be wearing the monitor 
and can explain some of it’s features if necessary. 

If you require further information please contact me at the above address or telephone 
number during office hours, 0900-1700 Monday to Friday and quote reference 12764. 
Messages can be left at any time out of office hours on the Volunteer Selection Freephone 
number 0800 591570. 

Thank you in advance for your cooperation in this matter. 

Yours sincerely 


Keith Phillips 

Manager, Department of Environmental Sciences 
for Hazletpn UK _ 

Source: https://www.industrydocuments.ucsf.edu/docs/shnm0000 
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